

2. Respondent violated 30 C.F.R. § 75.200 on October 

11 , 1984, as charged in Order No. 2144040. 

3. Respondent violated 30 C.F.R. § 75.303 on October 

11, 1984, as charged in that part of Order No. 2144047 pertaining 

to a roof hazard, but the Secretary did not meet his burden 
of proving a violation as to the part alleging a failure to 
report a methane hazard. 

ORDER 


WHEREFORE IT IS ORDERED that Respondent shall pay the 
above-assessed civil penalties in the total amount of $1,300 
within 30 days of this Decision. 


COM 


William Fauver 
Administrative Law Judge 


Distribution: 


Sheila K. Cronan, Esq* , Office of the Solicitor, U.S. Department 
of Labor, 4015 Wison Boulevard, Arlington, VA 22203 (Certified 
Mail) 

William D. Stover, Esq. f Quinland Coals, Inc., 41 Eagles 
Road, Beckley, WV 25801 (Certified Mail) 
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